PSA Screening 
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The prostate 




Detecting prostate cancer 

Digital Rectal Examination 




Detecting prostate cancer 

PSA blood test 




Structure of the Prostate-Specific Antigen 



PSA levels : 

• Normal : < 4 ng/mL 

• Suspicious : 4-10 ng/mL 

• Abnormal : > 10 ng/mL 



PSA Screening 



Healthy man 0 Man with prostate cancer 0 Missed cases 
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